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LIMITED OFFICIAL USE 

PAGE 01 ATHENS 06306 251226Z 
ACTION SY-05 


Message Text 


INFO OCT-01 EUR- 12 NEA-10 ISO-OO OC-06 CCO-OO /034W 

047002 260044Z/15 

R 251144Z IUL 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 6891 
INFO AMEMBASSY AMMAN 


LIMITED OFFICIAL USE ATHENS 6306 

DEPT FOR A/SY/OPS/T; AMMAN FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: C&R ALARM INSTALLATIONS 

REF: AMMAN 06151 

1 . OIC/TSO ATHENS REQUESTS A/SY/OPS/T POUCH SOONEST THE 
FOLLOWING ADVISER III EQUIPMENT 

4 EA. ADVISER CONTROL AV-130 
4 EA. ADVISER SLAVE AT-3 
4 EA. TRANSFORMER ATK-216 

2. THE ABOVE EQUIPMENT WILL BE UTILIZED ON PENDING PROJECTS 
AND SHOULD BE SENT TO ATHENS. 

3. FOR AMMAN: TECHNICAL EQUIPMENT PREVIOUSLY SHIPPED TO POST 
BY AIR VIA MEA AWB 076-1727-1715, TOTAL WEIGHT 30 KG. 

MILLS 

LIMITED OFFICIAL USE 
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